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Message Text 



CONFIDENTIAL 

PAGE 01 NAIROB 06508 26083 8Z 
21/13 

ACTION EB- 11 

INEO OCT-01 AE-10 ISO-00 DRC-01 L-03 CAB-09 CIAE-00 

COME-00 DODE-00 INR-10 NSAE-00 RSC-01 EAA-00 /046W 

064842 

R 260730Z SEP 73 
PM AMEMBASSY NAIROBI 
TO AMEMBASSY ACCRA 
INEO SECSTATE WASHDC 3734 

CONPIDENTIAL NAIROBI 6508 

E.O. 11652: GDS 
TAGS: BTRA 
SUBJ: CIVAIR 

PROM WEINTRAUB 

REF: ACCRA 5940 

1 . IN EVENT YOU DO NOT ALREADY HAVE INPORMATION, 
WEINTRAUB PLANS ARRIVE FROM NAIROBI ON SEPTEMBER 29, 
PA189, DUE ACCRA 9:25 P.M. 

2. SOCIAL ARRANGEMENTS PINE. 

3. 1 HAVE POLICY BACKGROUND AND WOULD HOPE TO HAVE 
USDEL DISCUSSION BEPORE FORMAL MEETING WITH GHANA DEL. 
WOULD APPRECIATE ANY PURTHER GUIDANCE FROM DEPARTMENT 
IN VIEW INEO REFTEL.LINDSTROM 



CONPIDENTIAL 



NNN 
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Message Attributes 



Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channei indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 26 SEP 1973 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: RELEASED 
Disposition Approved on Date: 

Disposition Authority: golinofr 
Disposition Case Number: n/a 
Disposition Comment: 25 YEAR REVIEW 
Disposition Date: 28 MAY 2004 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1973NAIROB06508 
Document Source: CORE 
Document Unique ID: 00 
Drafter: n/a 
Enclosure: n/a 

Executive Order: GS LINDSTROM 
Errors: N/A 
Film Number: n/a 
From: NAIROBI 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1973/newtext/t1973099/aaaaaglg.tel 
Line Count: 45 
Locator: TEXT ON-LINE 
Office: ACTION EB 

Original Classification: CONFIDENTIAL 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: 

Previous Classification: CONFIDENTIAL 

Previous Handling Restrictions: n/a 

Reference: ACCRA 5940 

Review Action: RELEASED, APPROVED 

Review Authority: golinofr 

Review Comment: n/a 

Review Content Flags: 

Review Date: 09 JAN 2002 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <09-Jan-2002 by boyleja>; APPROVED <30-Jan-2002 by golinofr> 

Review Markings: 

Declassified/Released 
US Department of State 
EO Systematic Review 
30 JUN 2005 



Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: CIVAIR FROM WEINTRAUB 
TAGS: BTRA 
To: STATE 
Type: TE 
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